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Message Text 


E.O. 11652: N/A 
TAGS: BENC 

SUBJECT: MAJOR PROJECT: IBRD POWER GENERATION AND TRANSMISSION LOAN 


REE: STATE 119086 


EMBASSY OFFICER HAS SPOKEN TO MR. CHETTIAR, THE MAURITIUS 
CENTRAL ELECTRICITY BOARD (CEB) OEFICIAL, WHO IS IN CHARGE 
OF THE COORDINATION OF AND THE LETTING OE TENDERS FOR THE 
IBRD LOAN (REETEL. MR. CHETTIAR INDICATED THAT NO EFFORTS 
HAVE BEEN MADE AS YET BY THE CEB TO SEND OUT TENDERS OR TO 
IMPLEMENT THE RECENTLY APPROVED IBRD LOAN. MR. CHETTIAR 
SAID THAT AS SOON AS ENDERS ARE READY, AND AS SOON AS 
A NUMBER OF OTHER DETAILS HAVE BEEN WORKED OUT, THE TENDERS 
WILL BE MAILED TO THE EMBASSY AND TO OTHER EMBASSIES IN 
MAURITIUS FOR COMPETITIVE BIDS AS STIPULATED UNDER IBRD 
REGULATIONS. 
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